
ENVIRONMENTAL SERVICES, INC, 


Non-infectious Certification 

frd: Clean Harbors Environmental Services Jnc. 


I hereby certify that the waste material being shipped to Clean Harbors under Profile 

# has been rendered non-infectious and is neither infectious nor does it contain 

any organisms known to be a threat to human health, (this also includes materials which contain 
or have com into contact with tissue or body fluids derived from human or animal source) 

This certification is based upon my knowledge of the material and: 

The waste was never exposed to potentially infectious materials. 

The following method of disinfection was employed: 

Chemical Sterilization* 

Other: . 


*Common Disinfectants 

Check 

Bleach Solutions 1 


Formaldehyde 


Gluteraldehyde 


Phenol 


Other / Cleaners: 
(please specify) 



THIS IS TO CERTIFY that the above is an accurate description of the methods used and 
all contents are specified and known. 


Authorized signature: Date: 

Generator Name: Address: 


1 The Department of Labor (DOL) has acknowledged, and in agreement with the 
recommendations of the U.S. Public Health Service Centers for Disease Control, that a 
solution of 5.25% sodium hypochlorite diluted 1:10 with water is effective for 
disinfecting. Therefore, this is an acceDtable method of disinfecting/.^terilirina nnccihlv 


